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JRCBiKM* To datemina significant changes or trends in the proportionate* 
application of the total scientific effort between basic and applied or m.oxtg 
fields, 

TEEMS OF HEFERE3SJC®* l e Per memorandum request dated 1 Auguat 193:5 to IC‘Jc 

2. Sroject will include an analysis of Research 
Fimrieing sad of the economic significance of these expenditures. 

% Study will cover trends in the period 1948-9.'* « 

4. To be submitted in transcript fonn (Original & thro®) 
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This project will not delay completion of currant 3y scheduled project,* „ 


The e3 ossification of this project will be no higher than SECK jSg 
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